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RECEIVED 


Apr 06 2015 07:47AM SDFD Logs 8586364811 page 1 

y/vv 

CITY of SAN DIEGO 

_ WORK REQUEST FOR ASBESTOS & LEAD MANAGEMENT PROGRAM 




_ 


i ;or'i 1 


Department San Diego Fire / Rescue 
Work Requested By Don Costello 


Dept# 


120 Division 


LOGISTICS 


ESEP Div 


MS# 15 


Phone/Fax 31364/64811 


Facility Name/Address A//£ " 

Facility # 7*0-2:// Age of Facility: Plans Attached? □ YES □ NO Target Start: Y////S' 

15T76 // 

Description of Proposed Work (explain detail of work as well as what part of 

facility) ///j/fcdf* /t & & ih 3f?.£> /YOf>/£S _ 


Have internal order opened to ALMP for labor cost for cost center 2115111111; fund 100000; revenue acct 79275. 
The following accounting #s are for laboratory, abatement, and/or other NPE. Request estimate if needed. 


Accounting Numbers: 


Cost Center Fund 


G/L 


Internal Order 

I have the authority to authorize ALMP to bill hourly inspection labor and laboratory expenses to the accounting 
numbers above for work related to this project. 


Signatu 



Title Construction Estimator Date A/ 


Print Name Don Costello Div. Analyst Name SA 1 / frLV/ffcJ^iyQ _ 

Send completed form to: ASBESTOS & LEAD MANAGEMENT PROGRAM - 9601 Ridgehaven Court, 
Suite 320, San Diego, CA 92123 or MS 1103-A or Fax (858)492-5089 


FOR OFFICE USE ONLY 


J 


Date Received 


Inspector _ 


Records/Inspection Information_ /k&vtTS U2&.C&, Col>* J/ * T ~£±. 

Yyy/}^ /-Coor ti-U~ — QnJ yiasZ c ct£z. a sJasLIsA Caz*2aAgjLe&* 


Impact on Project_ Q _ U^aS y>ever#/ cr/'<.eS clE 

d <JoK ■ fle-Ccn/h 4 ±u>L OlL / fr/Vw gjJ cjLi 


z 


at: 


*yu 

cJhpS / fjc.& O i2^2j2Z£41£*lZ1 'JF Qre~X $ U7i*Al LoiJixcfirv/A C- 


t£\A. 

/ST~ yCa&r A# 4 /SC i /Q/t, 7/2e n/wtr e- 


ly/z/i iSjT L J/'bTT/'yf' — C-/q#s\ -C,p GCid- (IfkarTfcrrj&riY JjiocS . 


-EAD PROGRAM INSPECTOR 


y/6//<r % £/**j*f- ccA < 

DATE f ASBESTOS & LEAD PROGRAM MANAGER 




DATE 


Asbestos & Lead Management Program — (858) 573-1262 (fax) (858) 492-5089 


GS-2064 (January 2010) 
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H.M. Pitt Labs, Inc _Lab Number: 142935-187941 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 - Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No.7144 

Lab Notes: 72 HOUR TAT 


Date Entered: 05/20/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Pate Sampled Who Sampled 

05/08/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142935-4 1-A-1 05/08/15 Area 5/8/15 9:30 5/8/15 11:30 10 0 100 <0.01 

Location/Person: 88C 1 st Floor 

Comments: 

142935-5 2-A-2 05/08/15 Area 5/8/15 9:35 5/8/15 11:35 10 1 100 <0.01 

Location/Person: 88C Second Floor 
Comments: 

142935-6 3 05/20/15 Lab Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ' 5 Dated: 05/20/206 


LELAND S. PITT, CIH 


Page 1 of 1 












































RECEIVED 


Apr 06 2015 07:47AM SDFD Logs 8586364811 page 1 

7/Y*f CITY of SAN DIEGO apr o 6 15 

WORK REQUEST FOR ASBESTOS & LEAD MANAGEMENT PROGRAM 




Department San Diego Fire / Rescue 
Work Requested By Don Costello 


Dept# 


120 Division 


LOGISTICS 


ESEPDiv 


MS# 15 


Phone/Fax 31364/64811 


FacilityName/Address A/7£ " 


Plans Attached? □ YES □ NO Target Start: 


Facility Age of Facility: 

\0V7(a 

Description of Proposed Work (explain detail of work as well as what part of 
facility) £££6. 83 


1W 


Have internal order opened to ALMP for labor cost for cost center 2115111111; fund 100000; revenue acct 79275. 
The following accounting #s are for laboratory, abatement, and/or other NPE. Request estimate if needed. 


Accounting Numbers: 


/?/ 2 tf£2 U 

Cost Center Fund 


G/L Internal Order 

I have the authority to authorize ALMP to bill hourly inspection labor and laboratory expenses to the accounting 
numbers above for work related to this project. 

Signatu k£% 2—— _Title Construction Estimator Date Y /^ 

Print Name Don Costello Div. Analyst Name JA-y _ 

Send completed form to: ASBESTOS & LEAD MANAGEMENT PROGRAM - 9601 Ridgehaven Court, 
Suite 320, San Diego, CA 92123 or MS 1103-A or Fax (858)492-5089 


FOR OFFICE USE ONLY 


Date Received 


Inspector _ 


Records/Inspection Information 


Impact on Project. 


ASBESTOS & LEAD PROGRAM rNSPF.CTOR 


DATE ASBESTOS & LEAD PROGRAM MANAGER 

Asbestos & Lead Management Program -- (858) 573-1262 (FAX) (858) 492-5089 


DATE 


GS-2064 (January 2010) 













































Work Type Codes: /- Initial Clean, G= Glove Bag, R= Removal, 0=0&M, P= Repair, E= Encapsulation, & F= Enclosure 

Material Type Code: F= Fireproofing, A= Other Surfacing Material, TS= Thermal System Insulation, C= Ceiling Tile, FT= Floor tile, R= Roofing, T=Transite, M= Miscellaneous, & L =Lead 
Sample Type Codes: B= Background, C= Clearance, P= Personal, S=STEL, A=Area, F= Final, & Q= Quarterly 






















































Sdforms/ASB.6 (April 2000) 



H.M. Pitt Labs, Inc 


Lab Number: 142047-186550 



2434 Southport Way • Suite L • National City, CA 91950 


Tel: 619-474-8548 - Fax:619-474-6128 






Company: 

City of San Diego Environmental Services 



Date Entered: 04/10/2015 


Department 

9601 Ridgehaven Court, Suite 310 



Analyzed By: David Spurling 


San Diego, CA 92123 


Customer PO / Claim#: 





Contract Number: 

Job Site: 

Project No. 7144 



Date Sampled Who Sampled 

04/09/2015 Robert Cox 

Lab Notes: 

TAT 24 HOUR 





EVALUATION: PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Customer Date PCM Start 

Stop 


Fibers Per 

Number 

Number Sampled Sample Type Time 

Time 

Flow 

Fibers Fields CC 


142047-1 A-1 

Location/Person: 89C-1 

Comments: 

04/09/15 

Area 

4/9/15 9:47 

4/9/1512:01 

10 

9 

100 

<0.01 

142047-2 A-2 

Location/Person: 88B-2 

Comments: 

04/09/15 

Area 

4/9/15 10:41 

4/9/15 12:21 

10 

1 

100 

<0.01 

142047-3 A-3 

Location/Person: 88B-3 

Comments: 

04/09/15 

Area 

4/9/15 10:43 

4/9/15 12:29 

10 

1 

100 

<0.01 

142047-4 A-4 

04/09/15 

Field Blank 




0 

100 



Location/Person: Field Blank 
Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated: 04/10/2015 


LELANDS. PITT, CIH 


Page 1 of 2 







H.M. Pitt Labs, Inc _ Lab Number: 142047-186550 

2434 Southport Way ■ Suite L • National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: TAT 24 HOUR 


Date Entered: 04/10/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/09/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142047-5 A-5 04/10/15 Lab Blank 0 100 

Location/Person: Lab Blank 
Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded”, "Dirty' 1 , "Wet Filter”, "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPRDUED BY: Dated: 04/10/2015 


LELANDS. PITT, CIH 


Page 2 of 2 





H.M. Pitt Labs, fnc Lab Number: 142047-186550 

2434 Southport Way ■ Suite L' National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: TAT 24 HOUR 


Date Entered: 04/10/2015 

Analyzed By: David Spurling 
Customer PO I Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/09/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NiOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142047-1 A-1 

Location/Person: 89C-1 

Comments: 

04/09/15 

Area 

4/9/15 9:47 

4/9/15 12:01 

10 

9 

100 

<0.01 

142047-2 A-2 

Location/Person: 88B-2 

Comments: 

04/09/15 

Area 

4/9/15 10:41 

4/9/1512:21 

10 

1 

100 

<0.01 

142047-3 A-3 

Location/Person: 88 B-3 

Comments: 

04/09/15 

Area 

4/9/1510:43 

4/9/1512:29 

10 

1 

100 

<0.01 

142047-4 A-4 

04/09/15 

Field Blank 




0 

100 



Location/Person: Field Blank 
COuim on ts * 


-Ail samples tested as submitted to the lab. H.M. PITT LABS, [NO, does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty 1 ', "Wet Filter", "Uneven Disbursement of Fibers" or "Torn Filter" Illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 


APPRUW8 BY: 



Bated: 04/10/2015 


LELAND S. PJTT, CIK 


Page 1 of 2 








H.M. Pitt Labs, Inc _ Lab Number: 142047-186550 

2434 Southport Way • Suite L- National City, CA 91950 Tei: 619-474-8548 ■ Fax; 619-474-6128 


Company; 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site; Project No. 7 144 

Lab Notes: TAT 24 HOUR 


Date Entered: 04/10/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/09/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Tim© Time Flow Fibers Fields CC 


142047-5 A-5 04/10/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M P PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filler", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 

ftPPRBMEO BY: fl BaM 84/10/20% 


LELAND S. PITT, CIH 


Page 2 of 2 





















































































































H.M. Pitt Labs. Inc _ Lab Number: 142367-187042 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/20/2015 Ro bert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142367-1 7145-A-1 04/20/15 Area 4/20/15 7:58 4/20/15 13:05 5 1 100 <0.01 

Location/Person: Outsid e Conta in m ent 89C-1 

Comments: 

142367-2 7145-A-2 04/20/15 Area 4/20/15 8:10 4/20/15 12:55 5 0 100 <0.01 

Location/Person: Inside Work Area 89C-1 

Comments: 

142367-3 7145-A-3 04/20/15 Field Blank 0 100 

Location/Person: 

Comments: 

142367-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated: 04/23/2015 


LELANDS. PITT, CIH 


Page 1 of 1 



H.M. Pitt Labs, Inc_Lab Number: 142365-187041 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax: 619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142365-1 7145-2-A- 

04/21/15 

Area 

4/21/15 7:31 

4/21/15 13:10 

5 

0 

100 

<0.01 

Location/Person: Outside Containment 89C-1 

Comments: 







142365-2 7145-2-A- 

04/21/15 

Area 

4/21/15 7:18 

4/21/15 13:05 

5 

0 

100 

<0.01 


7 

Location/Person: Inside Work Area 89C-1 


Comments: 


142365-3 7145-2-A- 04/21/15 Field Blank 0 100 

8 

Location/Person: 

Comments: 

142365-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 











H.M. Pitt Labs, Inc_Lab Number: 142365-187041 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ^' '• vVr _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 











H.M. Pitt Labs, Inc _ Lab Number: 142366-187043 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142366-1 7145-3-A- 04/21/15 Area 4/21/15 14:08 4/21/15 15:49 10 6 100 <0.01 

09 

Location/Person: Open Training Area 89C-1 
Comments: 

142366-2 7145-3-A- 04/21/15 Area 4/21/15 14:09 4/21/15 15:49 10 5 100 <0.01 

10 

Location/Person: Instructors Lounge 89C-1 
Comments: 

142366-3 7145-3-A- 04/21/15 Field Blank 0 100 

11 

Location/Person: 

Comments: 

142366-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ** f _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 
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H,M, Pitt Labs, Inc_Lab Number: 142366-187043 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ^ _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 











H.M. Pitt Labs, Inc _ Lab Number: 142366-187043 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 


EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis Customer Date 

Number Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142366-1 7145-3-A- 04/21/15 

09 

Area 

4/21/15 14:08 

4/21/15 15:49 

10 

6 

100 

<0.01 

Location/Person: Open Training Area 89C-1 







Comments: 








142366-2 7145-3-A- 04/21/15 

10 

Area 

4/21/15 14:09 

4/21/15 15:49 

10 

5 

100 

<0.01 

Location/Person: Instructors Lounge 89C-1 





( 

\ 


Comments: 







142366-3 7145-3-A- 04/21/15 

11 

Location/Person: 

Comments: 

Field Blank 




0 

100 


142366-4 Lab Blank 04/23/15 

Location/Person: Lab Blank 

Comments: 

Lab Blank 




0 

100 



-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the Information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter” illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ^ ^ _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 
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H.M. Pitt Labs, Inc Lab Number: 142366-187043 

2434 Southport Way ■ Suite L • National City, CA 91950 Tel: 619-474-8548 ■ Fax: 619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 


__ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Over1oaded , \ "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 



H.M. Pitt Labs, Inc _ Lab Number: 142365-187041 

2434 Southport Way ■ Suite L • National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142365-1 7145-2-A- 04/21/15 Area 4/21/15 7:31 4/21/15 13:10 5 0 100 <0.01 

6 

Location/Person: Outside Containment 89C-1 
Comments: 

142365-2 7145-2-A- 04/21/15 Area 4/21/15 7:18 4/21/15 13:05 5 0 100 <0.01 

7 

Location/Person: Inside Work Area 89C-1 
Comments: 

142365-3 7145-2-A- 04/21/15 Field Blank 0 100 

8 

Location/Person: 

Comments: 

142365-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the Information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as ’’Overloaded", ’’Dirty", "Wet Filter", "Uneven Disbursement of Fibers”, or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ^ < ^f Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 





H.M. Pitt Labs, Inc _ Lab Number: 142365-187041 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Datefl; D 4/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 


} 



H.M. Pitt Labs, Inc _ Lab Number: 142395-187078 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax: 619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 71^4 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/24/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/24/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142395-1 7134-A-1 04/24/15 Area 4/24/15 9:45 4/24/15 11:30 10 2 100 <0.01 

Location/Person: Inside Work Area 
Comments ; 

142395-2 7134-A-2 04/24/15 Field Blank 0 100 

Location/Person: 

Comments: 

142395-3 Lab Blank 04/24/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded”, "Dirty", "Wet Filter”, "Uneven Disbursement of Fibers", or "Tom Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Bated: M/24/206 


LELAND S. PITT, CIH 


Page 1 of 1 








H.M. Pitt Labs, Inc _ Lab Number: 142556-187292 

2434 Southport Way ■ Suite L National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSIte: Project No. 7144 

Lab Notes: 24 HR RUSH 


Date Entered: 05/01/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number 

Date Sampled Who Sampled 

04/30/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142556-1 01-A-1 04/30/15 Area 4/30/15 10:10 4/30/15 12:10 10 2 100 <0.01 

Location/Person: North End 3rd Floor 

Comments: 

142556-2 02-A2 04/30/15 Area 4/30/15 10:11 4/30/15 12:11 10 1 100 <0,01 

Location/Person: South End 3rd Floor 

Comments: 

142556-3 03-A3 04/30/15 Field Blank g qq 

Location/Person: Blank 

Comments: 

142556-4 04 05/01/15 Lab Blank 0 100 

Location/Person: Lab Blank 
Comments: 


-Al] samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PiTt LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded”, “Dirty", "Wet Filter", "Uneven Disbursement of Fibers”, or 'Torn Filter” illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated; 05/01/2015 


LELAND $, PITT, CIH 


Page 1 of 1 

















































































































































ff|\ H.M. Pitt Labs. Inc _ Lab Number: 142722-187578 

A in i A < I 1 m A I _■ A A Ai AT A T-l. AiA i "7 i Ar i fl r AiA i "7 i AyiAA 


lllspliy 

2434 Southport Way ■ Suite L • National City, CA 91950 

Tel: 619-474-8548 ■ Fax:619-474-6128 

Company: 

City of San Diego Environmental Services 

Date Entered: 05/08/2015 


Department 

9601 Ridgehaven Court, Suite 310 

Analyzed By: David Spurling 


San Diego, CA 92123 

Customer PO / Claim#: 



Contract Number: 

Job Site: 

Project No. 7144 

Date SamDled Who Sampled 

05/06/2015 Robert Cox 

Lab Notes: 

5 DAY TAT 




EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142722-1 1-A-3 05/06/15 

Location/Person: 88B 2 OWA Stairway 

Comments: 

Area 

5/6/15 8:15 

5/6/1511:15 

5 

12 

100 

<0.01 

142722-2 1-A-4 05/06/15 

Location/Person: 88B 2 OWA Stairway 

Area 

5/6/1512:15 

5/6/15 14:45 

5 

0 

100 

<0.01 


Comments: 

142722-3 5 05/11/15 Field Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: £~ _ Dated: 05/14/2015 


LELAND S. PITT, CIH 


Page 1 of 1 






H.M. Pitt Labs, Inc _ Lab Number: 142724-187580 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: 5 DAY TAT 


Date Entered: 05/08/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/05/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

■ NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142724-1 1-A-1 05/05/15 

Location/Person: 88B 2 OWA Stairway 
Comments: 

Area 

5/5/15 8:15 

5/5/15 11:15 

5 

4 

100 

<0.01 

142724-2 1-A-2 05/05/15 

Location/Person: 88B 2 OWA Stairway 

Area 

5/5/15 12:15 

5/5/15 15:15 

5 

0 

100 

<0.01 


Comments: 

142724-3 3 05/11/15 Lab Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter”, "Uneven Disbursement of Fibers”, or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPHfltfED BY: ^ Dated: 05/14/2015 


LELAND S. PITT, CIH 


Page 1 of 1 






H.M. Pitt Labs. Inc _ Lab Number: 142935-187941 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department ■ 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No.7144 

Lab Notes: 72 HOUR TAT 


Date Entered: 05/20/2015 

Analyzed By: David Spurting 
Customer PO / Claim#: 

Contract Number: 

Pate Sampled Who Sampled 

05/08/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysts Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142935-4 1-A-1 05/03/15 Area 5/8/15 9:30 5/8/1511:30 10 0 100 <0.01 

Location/Person: SBC 1 st Floor 

Comments: 

142935-5 2-A-2 05/08/15 Area 5/8/15 9:35 5/8/1511:35 10 1 100 <0.01 

Location/Person: 88C Second Floor 

Comments: 

142935-6 3 05/20/15 Lab Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0,01 cfue to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as '’Overloaded”, ’’Dirty”, r, Wet Filter", "Uneven Disbursement of Fibers”, or "Torn Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 

APPROVED BY: Dated: 05/20/2815 


LELAND S. PITT, CiH 


Page 1 of 1 
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H.M. Pitt Labs, Inc _ Lab Number: 142721-187577 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 - Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: TAT 24 Hour 


Date Entered: 05/08/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/08/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142721-1 01-A-5 05/08/15 

Location/Person: 88B 2 North 

Comments: 

Area 

5/8/15 11:15 

5/8/15 12:15 

10 

1 

100 

<0.01 

142721-2 02-A-6 05/08/15 

Location/Person: 88 B 2 South 

Comments: 

Area 

5/8/15 11:16 

5/8/15 12:16 

10 

0 

100 

<0.01 

142721-3 03-A-7 05/08/15 

Location/Person: 88B 2 West 

Comments: 

Area 

5/8/15 11:18 

5/8/15 12:18 

10 

0 

100 

<0.01 

142721-4 05 05/11/15 

Lab Blank 




0 

100 



Location/Person: Lab Blank 
Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 


-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty", ”Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated: 05/11/2015 


LELAND S. PITT, CIH 


Page 1 of 1 





H.M. Pitt Labs, Inc _ Lab Number: 142556-187292 

2434 Southport Way - Suite L ■ National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7144 

Lab Notes: 24 HR RUSH 


Date Entered: 05/01/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/30/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142556-1 01-A-1 04/30/15 Area 4/30/15 10:10 4/30/15 12:10 10 2 100 <0.01 

Location/Person: North End 3rd Floor 

Comments: 

142556-2 02-A2 04/30/15 Area 4/30/15 10:11 4/30/15 12:11 10 1 100 <0.01 

Location/Person: South End 3rd Floor 

Comments: 


142556-3 03-A3 

04/30/15 

Field Blank 

Location/Person: 

Comments: 

Blank 



142556-4 04 


05/01/15 

Lab Blank 

Location/Person: 

Comments: 

Lab Blank 



-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter”, "Uneven Disbursement of Fibers”, or "Tom Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: Dated: 05/01/2015 


LELAND S. PITT, CIH 


Page 1 of 1 






H.M. Pitt Labs, Inc _ Lab Number: 142721-187577 

2434 Southport Way - Suite L- National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7144 

Lab Notes: TAT 24 Hour 


Date Entered: 05/08/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/08/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142721-1 D1-A-5 05/08/15 

Location/Person: 89 B 2 North 

Comments: 

Area 

6/8/1511:15 

5/3/15 12*15 

10 

1 

100 

<0,01 

142721*2 02-A-6 05/08/15 

Location/Person: 88B 2 South 
Comments: 

Area 

5/8/15 11:16 

5/8/15 12:16 

10 

0 

100 

<0-01 

142721-3 03-A-7 05/08/15 

Location/Person; 88B 2 West 

Comments: 

Area 

5/8/15 11:18 

5/8/15 12:18 

10 

0 

100 

<0.01 

142721-4 05 05/11/15 

Location/Person: Lab Blank 

Lab Blank 




0 

100 



Comments: 


-A)J samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M, PITT LABS, INC, 


-Any numerical value which calculates to be less than 0,01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as ’'Overloaded", "Dirty’ 1 , "Wet Filter 11 , "Uneven Disbursement of Fibers", or ’Tom Filter” illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 


APPROVED OY: 



Dated: 05/11/2015 


LELAND S. PITT.CIH 


Page 1 of 1 
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H.M. Pitt Labs. Inc _ Lab Number: 142935-187941 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No.7144 

Lab Notes: 72 HOUR TAT 


Date Entered: 05/20/2015 

Analyzed By: David Spurting 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/08/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142935-4 1-A-1 05/08/15 Area 5/8/15 9:30 5/8/1511:30 10 0 100 <0,01 

Location/Person: 88C 1st Floor 

Comments: 

142935-5 2-A-2 05/08/15 Area 5/8/15 9:35 5/8/15 11:35 10 1 100 <0.01 

Location/Person: 88C Second Floor 

Comments: 

142935-6 3 05/20/15 Lab Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as Overloaded , ’Dirty", M Wet Filter", "Uneven Disbursement of Fibers", or "Torn.Filter 1 ' illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Dated 05/20/2015 


LELAND S. PITT, CIH 


Page 1 of 1 

































































































































































































San Diego Fire-Rescue Department 

Regional Public Safety Training Institute (RPSTI) 

Phone:(619) 692-4980 


4347 North Harbor Drive, San Diego, CA 92101 



Classroom - Bldg. 611 


Training Facility Administration - Bldg. 608 (upstairs) 


Parking Lot 


Cafeteria - Bldg. 89-B 


Miramar Fire Technology - Bldg. 479 
l—niiiiiiiii ii mi 1111111 

Miramar Fire Technology - Bidg 480 


Fire Academy 
Bldg. 89-C 


Urban Search and Rescue Cache - Bldg. 557 


MAIN ENTRANCE 
4347 North Harbor Dr. 


Rosecrans Exit from 1-8 West 


Boat Channel 


Halsev_ 




Sea World 


Rosecrans 


San Diego 

Mm Field Noi 


Directions 

From 1-8, West : Exit Rosecrans. Proceed west to 
Nimitz Blvdturn left Continue to North Harbor Dr., 
turn left Make u-turn on North Harbor Dr. at Airport 
Terminal #2 entrance. Watch for signs to Camp 
Nimitz: right turn. 

From 1-5, South: Exit Sassafras St/Airport, turn 
right on Laurel St Stay right and merge onto North 
Harbor Dr. Watch for signs to Camp Nimitz: right turn. 


)m 1-5 South 


Hawthorn St./Airport Exit from 1-5 North 


From 1-5, North: Exit Hawthorn St/Airport to 
North Harbor Dr., turn right Watch for signs to Camp 
Nimitz: right turn. 


















CITY OF SAN DIEGO 
Environmental Services Department 
ALMPILSHHP - Laboratory Submittal 
































































































Lab Number: 142011-186494 

Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: 2 hour TAT 


Date Entered: 04/08/2015 
Analyzed By: Michelle Lavallee 

Date Analyzed: 04/09/15 

Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/07/2015 Robert Cox 


POLARIZED LIGHT MICROSCOPY (PLM) ANALYSIS REPORT - EPA-600/M4-82-020 

Analysis Number 142011-1 

Customer Number: 7144-B-1 

Classification: Description: Fire Door Insulation 88B-2 

Results: Non-Asbestos: 20% Cellulose Fibers in Gray Insulation 

Analysis Number: 142011 -2 

Customer Number: 7 144-B-2 

Classification: Description: Fire Door Insulation 88B-3 

Results: Non-Asbestos: 20% Cellulose Fibers in Gray Insulation 


All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information 
submitted with the samples unless done by an employee of H.M. PITT LABS, INC. 

These test results relate only to the sample(s) identified above. 

This report may not be used to claim endorsement by NVLAP or any agency of the Federal Government. 

This report shall not be reproduced, except in full, without written approval of H.M. Pitt Labs, Inc. 

Samples are archived for 2 years from date of receipt and will be disposed of properly following this period. 

Quantitative value is based on PLM CVES (Calibrated Visual Estimates) with a detection limit of 1%. 



LELAND S. PITT, CIH 


Page 1 of 1 



















H.M. Pitt Labs. Inc _ Lab Number: 142724-187580 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: 5 DAY TAT 


Date Entered: 05/08/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/05/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142724-1 1-A-1 05/05/15 

Location/Person: 88B 2 OWA Stairway 
Comments: 

Area 

5/5/15 8:15 

5/5/1511:15 

5 

4 

100 

<0.01 

142724-2 1-A-2 05/05/15 

Location/Person: 88B 2 OWA Stairway 

Area 

5/5/15 12:15 

5/5/15 15:15 

5 

0 

100 

<0.01 


Comments: 

142724-3 3 05/11/15 Lab Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the Information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Tom Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated: 05/14/2015 


LELAND S. P!TT, CIH 


Page 1 of 1 



























































H.M. Pitt Labs. Inc _ Lab Number: 142721-187577 

2434 Southport Way ■ Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax: 619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: TAT 24 Hour 


Date Entered: 05/08/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/08/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142721-1 01-A-5 05/08/15 

Location/Person: 88B 2 North 

Comments: 

Area 

5/8/15 11:15 

5/8/15 12:15 

10 

1 

100 

<0.01 

142721-2 02-A-6 05/08/15 

Location/Person: 88B 2 South 

Comments: 

Area 

5/8/15 11:16 

5/8/15 12:16 

10 

0 

100 

<0.01 

142721-3 03-A-7 05/08/15 

Location/Person: 88B 2 West 

Comments: 

Area 

5/8/15 11:18 

5/8/15 12:18 

10 

0 

100 

<0.01 

142721-4 05 05/11/15 

Lab Blank 




0 

100 



Location/Person: Lab Blank 
Comments: 


-AJJ samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as ’’Overloaded", "Dirty", "Wet Filter”, "Uneven Disbursement of Fibers", or "Tom Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 


APPROVED BY:. 


'oa\l$ < sr . 


Dated: 05/tl/20f5 


LELAND S. PITT, CIH 


Page 1 of 1 
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H.M. Pitt Labs, Inc _ Lab Number: 142722-187578 

2434 Southport Way • Suite L ■ National City, CA 91950 Tel: 619-474-8548 Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: 5 DAY TAT 


Date Entered: 05/08/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/06/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142722-1 1-A-3 05/06/15 

Location/Person: 88B 2 OWA Stairway 
Comments: 

Area 

5/6/15 8:15 

5/6/15 11:15 

5 

12 

100 

<0.01 

142722-2 1-A-4 05/06/15 

Location/Person: 88B 2 OWA Stairway 

Area 

5/6/1512:15 

5/6/15 14:45 

5 

0 

100 

<0.01 


Comments: 

142722-3 5 05/11/15 Field Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the Information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded 0 , ’’Dirty", n Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: Dated: 05/14/2015 


LELANO S. PITT, CIH 


Page 1 of 1 
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H.M. Pitt Labs. Inc _ Lab Number: 142556-187292 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: 24 HR RUSH 


Date Entered: 05/01/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/30/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142556-1 01-A-1 04/30/15 

Location/Person: North End 3rd Floor 

Comments: 

Area 

4/30/15 10:10 

4/30/15 12:10 

10 

2 

100 

<0.01 

142556-2 02-A2 04/30/15 

Location/Person: South End 3rd Floor 

Area 

4/30/15 10:11 

4/30/15 12:11 

10 

1 

100 

<0.01 


Comments: 

142556*3 03-A3 04/30/15 Field Blank 0 

Location/Person: Blank 

Comments: 

142556*4 04 05/01/15 Lab Blank 0 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 


-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 


APPROVED BY: 




Dated: 05/W/20B 


LELAND $. PITT, CIH 


Page 1 of 1 




















































































H.M. Pitt Labs. Inc 


2434 Southport Way • Suite L • National City, CA 91950 


City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 


Lab Number: 142691-187524 


Tel: 619-474-8548 « Fax:619-474-6128 


Date Entered: 05/07/2015 

Analyzed By: David Spuriing 
Customer PO / Claim#: 

Contract Number: 


Job Site: 

Lab Notes: 

Project No. 7145 

72 HR TAT 




Date Samoled 

04/27/2015 

Who Samofed 

Wm. Brad Blondet 


EVALUATION: 

PHASE CONTRAST MICROSCOPY 

■ NJOSH 7400 METHOD 

Analysis 

Number 

Customer 

Number 

Date 

Sampled 

PCM 

Sample Type 

Start 

Time 

Stop 

Time Flow 

Fibers Fields 

Fibers Per 

CC 

142691-1 

01-7145- 

A-01 

04/27/15 

Area 

4/27/15 10:00 

4/27/15 14:30 2 

1 100 

<0.01 


Location/Person; Bldg. 88 B t 3rd Floor Outside 
Comments: 


142691*2 02 

Location/Person: Lab Blank 
Comments: 


Lab Blank 


100 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does no! assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be Jess than 0.01 should be viewed as <0.01 due to the inaccuracy of the NJOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Tom Filter illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated: 05/00/2015 


LELAND S. PITT, CIH 


Page 1 of 1 




























W REPUBLIC 

SERVICES 


-HAZARDOUS SPECIAL 


If waste is asbestos waste, complete Sections I, If, II! and f¥ 

If waste ia NOf prestos wMffT^lpete Sections b If ankfff 



ASBESTOS MANIFEST 

ilfeswU 





i. GENERAT OR (Generator completes teK) 


a. Generator’s US EPA ID Humber j k M&nM&sk 'Ddcumant Humber 

a Page 1 of 

d. Generator’s Name and Location: l Iff „ , v a, J ... „ 

^ :> V' ^ ^ > s / v y H ' v \ v | 

*' L Un. Jf -• * 

tjb . ■ 

i Phone: y-,f*f %% K i / //,«; i 

^ d Generals Sv) 

f*«\ £’>AlW*«*v £* : = 

•/ . ‘ • ■ . 

. g. Phonet^il mj&W&lQ ; 

If owner of thagenerating facility differs from the generator^ provide: 

h. Owner’s Name: 

; L Owner’s Phone Na: , . . J 

j. Waste Profile# 

k. Exp. Date 

1, Waste Sipping Name and 

Description \ 

. rhv Cor 

Moots 

k Total 
■■ Quantify ;' 

o.tii 

Wt/¥o! : 

V 

i .Type 

; J? 3 M 

" \ j |r 

i-'ter 4-'i 

! ' ! 
A| 

1 

i ) 

f 1/ 




* 













GENERATOR’S CERTIFICATION: 1 hereby certify that the above named material is not a hazardous fyistb as defined by 40 CFR 281 or any applicable 

state law, has been properly described, classified and packaged, and is Hi proper condition for transpprtatioh' according to applicable regulations; AND, if this 
waste is a treatment residue of a. previously restricted hazardous waste subfecf to the Land Disposal Restrictions, j certify and warrant that tire waste has 
been treated in accordance with the requirements of $&|JFR 2€8jpd1| 'nojfnger defined 

(■ ■■■■■ m 

. jST, •• - ^ r y% 'tie*/? C * ’'/**#9**P- 

- - &■ »' , 1 , , , / 

' '' ;: «5r. /? A -yCfe-A - ■'• 

pr Generator Authorized Agent Narfte (Print) 


.;T Dale. ■ ,'S ;C'* ' / 


II. TRANSPORTER (Generator completes lia-b.and Ttaftsportef. completes tle-e) 


a. Tratnsfwrter’s Name and Address: ' • ‘ v 1 

b. Phene: .. .. .,J ! l 


■ . ' , * / ""9 

\ r /t ; < /; // JJ& 

l. 

/ ' S' .S A 

f ' ■ ■' •C'... ’ ’ A:’ 


c. Driver Name (Print) 

Signature 

' e. Date ;:T ' .. 


111. DESTINATION (Generator coregtete IHa-c and Pestinaidfi Site completes Wd-g) 


a. Disposal Facility and Site Address: 

"C 

t>w?> 

b. 

c. US EPA Number 

tL Disc^^fe^? SS^n Space: 

Z (*-4 

Thereby certify that the, above named material has been accer^Und ^rfie/best aftny knowledge the foregoinq.Mtue and accurate 

^ t . . L j. . •: - ^ 

*' * f "~ v , 

L,.,y i * Jt f P%>. 

f r i ... 

S-Stt« 

6 ; 

e. Name of Authorized Agent (Print) 

' t Signature 

g- Date 



IV. ASBES l OS (Generator completes iVa-f and Operator complete fVg-i) 


a. Operator’s Name and Address: 

/T % oi - Vi 

v.'y,.y. ' V” 


c. Responsible Agency Name and Address: 




b. Phone: U : L YjC kS Iti 


k Phone: 

. ,,; w * l :■ = ■ 

e. Special Handling instructions and Additional Information: 



f, □ Friable 18 l Non-Friable □ Both 

% Friable . f.#0 % Non-Friable 


OFERATOR’SfcERTiFiCATiON; 1 hereby declare that the conterfs of this ^consignment are fully and accurately described above by the proper shipping name. 

and are classified, packaged, marked and fabeleWplacarded, and are jn all repeats m proper condition for transport according to applicable international and 
national governmental regulations. ^ ' .■ ' : : 



•. S~s4cMjT.. .. L 

g. Oper^or’s Name and Title (Print)/ 

•k^jght^ur^ ■ .... 

• i. Bate , .. ■' 

^Operator refers to the company which owns, leases, operates, controls, or Supervises the facility being -demolished or renovated, or the demplitioh-dt. ^' 

renovation operation or both . s '_' k :/? 


REV 01/14 


RFTURN TO GENERATOR 


RS-F11#i 






















































H.M. Pitt Labs. Inc _ Lab Number: 142047-186550 

2434 Southport Way ■ Suite L • National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: TAT 24 HOUR 


Date Entered: 04/10/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/09/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142047-1 A-1 

Location/Person: 89C-1 

Comments: 

04/09/15 

Area 

4/9/15 9:47 

4/9/15 12:01 

10 

9 

100 

<0.01 

142047-2 A-2 

Location/Person: 88B-2 

Comments: 

04/09/15 

Area 

4/9/15 10:41 

4/9/15 12:21 

10 

1 

100 

<0.01 

142047-3 A-3 

Location/Person: 88B-3 

Comments: 

04/09/15 

Area 

4/9/15 10:43 

4/9/15 12:29 

10 

1 

100 

<0.01 

142047-4 A-4 

04/09/15 

Field Blank 




0 

100 



Location/Person: Field Blank 

C0i7imiSi?iS ' 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty 1 ’, "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ^ Dated- 04/W/206 


LELAND S. PITT, CIH 


Page 1 of 2 




H.M. Pitt Labs, Inc _ Lab Number: 142047-186550 

2434 Southport Way ■ Suite L National City, CA 91950 Tel: 619-474-8548 ■ Fax: 619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: TAT 24 HOUR 


Date Entered: 04/10/2015 

Analyzed By: David Spurling 
Customer PO l Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/09/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer 

Number 

Date 

Sampled 

PCM 

Sample Type 

Start Stop 

Time Time Flow 

Fibers Per 

Fibers Fields CC 

142047-5 

A-5 

04/10/15 

Lab Blank 


0 100 


Location/Person: Lab Blank 
Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be Jess than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as '’Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 

APPROVED BY: &&&*** ^ _ Dated: 04/10/2015 


LELAND S. PITT, CIH 


Page 2 of 2 
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Apr 06 2015 07:47AM SDFD Logs 8586364811 page 2 

~7/vs~ CITY o/SAN DIEGO 

WORK REQUEST FOR ASBESTOS & LEAD MANAGEMENT PROGRAM 




Received 

apr o § 


Department San Dieso Fire / Rescue 
Work Requested Bv Don Costello 


Dept# 


120 Division 


LOGISTICS 


MS# 15 


Phone/Fax 31364/64811 


Facility Name/Address //f ~ ~ ///£^ /zV.£i J/T 

Facility # /d/77 Age of Facility Plans Attached? □ YES □ NO Target Start: _ 

Description of Proposed Work (explain detail of work as well as what part of 

facility) S/&6& yA/jf^O-r /_47j &£££. _ 


Have internal order opened to ALMP for labor cost for cost center 2115111111; fund 100000; revenue acct 79275. 
The following accounting #s are for laboratory, abatement, and/or other NPE. Request estimate if needed. 


Accounting Numbers: 


Cost Center 


24*396 

Fund 


G/L Internal Order 

I have the authority to authorize ALMP to bill hourly inspection labor and laboratory expenses to the accounting 
numbers above for work related to this project. 


Signatur e^^Z-^ 


Title Construction Estimator Date 




Print Name Don Costello Div. Analyst Name /JA 1 / AL/A/lhDd _ 

Send completed form to: ASBESTOS & LEAD MANAGEMENT PROGRAM - 9601 Ridgehaven Court, 
Suite 320, San Diego, CA 92123 or MS 1103-A or Fax (858)492-5089 


FOR OFFICE USE ONLY 


1 


Date Received 




Inspector y 


Records/Inspection Information Sry^^le. Pz-%uLt$ U;er*_ /n Tj^e £/<rf. 72k. 

7 / AlaKT/C- oSSL, Q&hepfo^ Co^Tq/a,-^• 


Impact on Project U/ afeP P _ LLZOl Aoteot va the PlflgfTjU., Lafy £ 

O F tik\ are. Cg t>p a*d. aobrAe/t, 


Itf/D 


J-7L —— Gil'Cf&^f'OQPn ^ l/££cdc dn.o/ r> n F ’T'Jfe htgLefay/* 

{loT Pectin* effe ct OntL -fi r mer OnJ a iaTt^e^'T /)gs hee. 


rA n e . fl'C/ty/) (asJ! /)ss;s,T //] oeTr/ntf Cka*- c/) c/^J 0>d^> Fro An 

T/i «. Cjhy'jjQs Oha/e^it^T C/nTf*of<?S. ' , 

L^^-LA- _ 50i/£r . ^ 

rre t asbestos & lead program manager 


ASBESTOS & LEAD PROGRAM INSPECTOR DT 

Asbestos & Lead Management Program -- (858) 573-1262 (FAX) (858) 492-5089 


V-/7-/T 

DATE 


GS-2064 (January 2010) 



















































H.M. Pitt Labs, Inc _ Lab Number: 142365-187041 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142365-1 

7145-2-A- 

04/21/15 

Area 

4/21/15 7:31 

4/21/15 13:10 

5 

0 

100 

<0.01 

Location/Person: Outside Containment 89C-1 

Comments: 







142365-2 

7145-2-A- 

04/21/15 

Area 

4/21/15 7:18 

4/21/15 13:05 

5 

0 

100 

<0.01 


7 


Location/Person: Inside Work Area 89C-1 
Comments: 


142365-3 7145-2-A- 04/21/15 Field Blank 0 100 

8 

Location/Person: 

Comments: 

142365-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: / _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 











H.M. Pitt Labs, Inc _ Lab Number: 142365-187041 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: / ^ _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 










H.M. Pitt Labs, Inc 


Lab Number: 142047-186550 



2434 Southport Way • Suite L • National City, CA 91950 


Tel: 619-474-8548 - Fax:619-474-6128 






Company: 

City of San Diego Environmental Services 



Date Entered: 04/10/2015 


Department 

9601 Ridgehaven Court, Suite 310 



Analyzed By: David Spurling 


San Diego, CA 92123 


Customer PO / Claim#: 





Contract Number: 

Job Site: 

Project No. 7144 



Date Sampled Who Sampled 

04/09/2015 Robert Cox 

Lab Notes: 

TAT 24 HOUR 





EVALUATION: PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Customer Date PCM Start 

Stop 


Fibers Per 

Number 

Number Sampled Sample Type Time 

Time 

Flow 

Fibers Fields CC 


142047-1 A-1 

Location/Person: 89C-1 

Comments: 

04/09/15 

Area 

4/9/15 9:47 

4/9/1512:01 

10 

9 

100 

<0.01 

142047-2 A-2 

Location/Person: 88B-2 

Comments: 

04/09/15 

Area 

4/9/15 10:41 

4/9/15 12:21 

10 

1 

100 

<0.01 

142047-3 A-3 

Location/Person: 88B-3 

Comments: 

04/09/15 

Area 

4/9/15 10:43 

4/9/15 12:29 

10 

1 

100 

<0.01 

142047-4 A-4 

04/09/15 

Field Blank 




0 

100 



Location/Person: Field Blank 
Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated: 04/10/2015 


LELANDS. PITT, CIH 


Page 1 of 2 







H.M. Pitt Labs, Inc _ Lab Number: 142047-186550 

2434 Southport Way ■ Suite L • National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: TAT 24 HOUR 


Date Entered: 04/10/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/09/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142047-5 A-5 04/10/15 Lab Blank 0 100 

Location/Person: Lab Blank 
Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded”, "Dirty' 1 , "Wet Filter”, "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPRDUED BY: Dated: 04/10/2015 


LELANDS. PITT, CIH 


Page 2 of 2 





H.M. Pitt Labs, fnc Lab Number: 142047-186550 

2434 Southport Way ■ Suite L' National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: TAT 24 HOUR 


Date Entered: 04/10/2015 

Analyzed By: David Spurling 
Customer PO I Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/09/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NiOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142047-1 A-1 

Location/Person: 89C-1 

Comments: 

04/09/15 

Area 

4/9/15 9:47 

4/9/15 12:01 

10 

9 

100 

<0.01 

142047-2 A-2 

Location/Person: 88B-2 

Comments: 

04/09/15 

Area 

4/9/15 10:41 

4/9/1512:21 

10 

1 

100 

<0.01 

142047-3 A-3 

Location/Person: 88 B-3 

Comments: 

04/09/15 

Area 

4/9/1510:43 

4/9/1512:29 

10 

1 

100 

<0.01 

142047-4 A-4 

04/09/15 

Field Blank 




0 

100 



Location/Person: Field Blank 
COuim on ts * 


-Ail samples tested as submitted to the lab. H.M. PITT LABS, [NO, does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty 1 ', "Wet Filter", "Uneven Disbursement of Fibers" or "Torn Filter" Illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 


APPRUW8 BY: 



Bated: 04/10/2015 


LELAND S. PJTT, CIK 


Page 1 of 2 








H.M. Pitt Labs, Inc _ Lab Number: 142047-186550 

2434 Southport Way • Suite L- National City, CA 91950 Tei: 619-474-8548 ■ Fax; 619-474-6128 


Company; 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site; Project No. 7 144 

Lab Notes: TAT 24 HOUR 


Date Entered: 04/10/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/09/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Tim© Time Flow Fibers Fields CC 


142047-5 A-5 04/10/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M P PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filler", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 

ftPPRBMEO BY: fl BaM 84/10/20% 


LELAND S. PITT, CIH 


Page 2 of 2 





















































































































H.M. Pitt Labs. Inc _ Lab Number: 142367-187042 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/20/2015 Ro bert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142367-1 7145-A-1 04/20/15 Area 4/20/15 7:58 4/20/15 13:05 5 1 100 <0.01 

Location/Person: Outsid e Conta in m ent 89C-1 

Comments: 

142367-2 7145-A-2 04/20/15 Area 4/20/15 8:10 4/20/15 12:55 5 0 100 <0.01 

Location/Person: Inside Work Area 89C-1 

Comments: 

142367-3 7145-A-3 04/20/15 Field Blank 0 100 

Location/Person: 

Comments: 

142367-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated: 04/23/2015 


LELANDS. PITT, CIH 


Page 1 of 1 



H.M. Pitt Labs, Inc_Lab Number: 142365-187041 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax: 619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142365-1 7145-2-A- 

04/21/15 

Area 

4/21/15 7:31 

4/21/15 13:10 

5 

0 

100 

<0.01 

Location/Person: Outside Containment 89C-1 

Comments: 







142365-2 7145-2-A- 

04/21/15 

Area 

4/21/15 7:18 

4/21/15 13:05 

5 

0 

100 

<0.01 


7 

Location/Person: Inside Work Area 89C-1 


Comments: 


142365-3 7145-2-A- 04/21/15 Field Blank 0 100 

8 

Location/Person: 

Comments: 

142365-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 











H.M. Pitt Labs, Inc_Lab Number: 142365-187041 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ^' '• vVr _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 











H.M. Pitt Labs, Inc _ Lab Number: 142366-187043 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142366-1 7145-3-A- 04/21/15 Area 4/21/15 14:08 4/21/15 15:49 10 6 100 <0.01 

09 

Location/Person: Open Training Area 89C-1 
Comments: 

142366-2 7145-3-A- 04/21/15 Area 4/21/15 14:09 4/21/15 15:49 10 5 100 <0.01 

10 

Location/Person: Instructors Lounge 89C-1 
Comments: 

142366-3 7145-3-A- 04/21/15 Field Blank 0 100 

11 

Location/Person: 

Comments: 

142366-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ** f _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 
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H,M, Pitt Labs, Inc_Lab Number: 142366-187043 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ^ _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 











H.M. Pitt Labs, Inc _ Lab Number: 142366-187043 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 


EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis Customer Date 

Number Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142366-1 7145-3-A- 04/21/15 

09 

Area 

4/21/15 14:08 

4/21/15 15:49 

10 

6 

100 

<0.01 

Location/Person: Open Training Area 89C-1 







Comments: 








142366-2 7145-3-A- 04/21/15 

10 

Area 

4/21/15 14:09 

4/21/15 15:49 

10 

5 

100 

<0.01 

Location/Person: Instructors Lounge 89C-1 





( 

\ 


Comments: 







142366-3 7145-3-A- 04/21/15 

11 

Location/Person: 

Comments: 

Field Blank 




0 

100 


142366-4 Lab Blank 04/23/15 

Location/Person: Lab Blank 

Comments: 

Lab Blank 




0 

100 



-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the Information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter” illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ^ ^ _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 



V 



H.M. Pitt Labs, Inc Lab Number: 142366-187043 

2434 Southport Way ■ Suite L • National City, CA 91950 Tel: 619-474-8548 ■ Fax: 619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 


__ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Over1oaded , \ "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 



H.M. Pitt Labs, Inc _ Lab Number: 142365-187041 

2434 Southport Way ■ Suite L • National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142365-1 7145-2-A- 04/21/15 Area 4/21/15 7:31 4/21/15 13:10 5 0 100 <0.01 

6 

Location/Person: Outside Containment 89C-1 
Comments: 

142365-2 7145-2-A- 04/21/15 Area 4/21/15 7:18 4/21/15 13:05 5 0 100 <0.01 

7 

Location/Person: Inside Work Area 89C-1 
Comments: 

142365-3 7145-2-A- 04/21/15 Field Blank 0 100 

8 

Location/Person: 

Comments: 

142365-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the Information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as ’’Overloaded", ’’Dirty", "Wet Filter", "Uneven Disbursement of Fibers”, or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: ^ < ^f Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 





H.M. Pitt Labs, Inc _ Lab Number: 142365-187041 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-2 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Datefl; D 4/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 


} 



H.M. Pitt Labs, Inc _ Lab Number: 142395-187078 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 • Fax: 619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 71^4 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/24/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/24/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 


Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142395-1 7134-A-1 04/24/15 Area 4/24/15 9:45 4/24/15 11:30 10 2 100 <0.01 

Location/Person: Inside Work Area 
Comments ; 

142395-2 7134-A-2 04/24/15 Field Blank 0 100 

Location/Person: 

Comments: 

142395-3 Lab Blank 04/24/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded”, "Dirty", "Wet Filter”, "Uneven Disbursement of Fibers", or "Tom Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Bated: M/24/206 


LELAND S. PITT, CIH 


Page 1 of 1 








H.M. Pitt Labs, Inc _ Lab Number: 142556-187292 

2434 Southport Way ■ Suite L National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSIte: Project No. 7144 

Lab Notes: 24 HR RUSH 


Date Entered: 05/01/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number 

Date Sampled Who Sampled 

04/30/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142556-1 01-A-1 04/30/15 Area 4/30/15 10:10 4/30/15 12:10 10 2 100 <0.01 

Location/Person: North End 3rd Floor 

Comments: 

142556-2 02-A2 04/30/15 Area 4/30/15 10:11 4/30/15 12:11 10 1 100 <0,01 

Location/Person: South End 3rd Floor 

Comments: 

142556-3 03-A3 04/30/15 Field Blank g qq 

Location/Person: Blank 

Comments: 

142556-4 04 05/01/15 Lab Blank 0 100 

Location/Person: Lab Blank 
Comments: 


-Al] samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PiTt LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded”, “Dirty", "Wet Filter", "Uneven Disbursement of Fibers”, or 'Torn Filter” illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated; 05/01/2015 


LELAND $, PITT, CIH 


Page 1 of 1 

















































































































































ff|\ H.M. Pitt Labs. Inc _ Lab Number: 142722-187578 

A in i A < I 1 m A I _■ A A Ai AT A T-l. AiA i "7 i Ar i fl r AiA i "7 i AyiAA 


lllspliy 

2434 Southport Way ■ Suite L • National City, CA 91950 

Tel: 619-474-8548 ■ Fax:619-474-6128 

Company: 

City of San Diego Environmental Services 

Date Entered: 05/08/2015 


Department 

9601 Ridgehaven Court, Suite 310 

Analyzed By: David Spurling 


San Diego, CA 92123 

Customer PO / Claim#: 



Contract Number: 

Job Site: 

Project No. 7144 

Date SamDled Who Sampled 

05/06/2015 Robert Cox 

Lab Notes: 

5 DAY TAT 




EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142722-1 1-A-3 05/06/15 

Location/Person: 88B 2 OWA Stairway 

Comments: 

Area 

5/6/15 8:15 

5/6/1511:15 

5 

12 

100 

<0.01 

142722-2 1-A-4 05/06/15 

Location/Person: 88B 2 OWA Stairway 

Area 

5/6/1512:15 

5/6/15 14:45 

5 

0 

100 

<0.01 


Comments: 

142722-3 5 05/11/15 Field Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: £~ _ Dated: 05/14/2015 


LELAND S. PITT, CIH 


Page 1 of 1 






H.M. Pitt Labs, Inc _ Lab Number: 142724-187580 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: 5 DAY TAT 


Date Entered: 05/08/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/05/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

■ NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142724-1 1-A-1 05/05/15 

Location/Person: 88B 2 OWA Stairway 
Comments: 

Area 

5/5/15 8:15 

5/5/15 11:15 

5 

4 

100 

<0.01 

142724-2 1-A-2 05/05/15 

Location/Person: 88B 2 OWA Stairway 

Area 

5/5/15 12:15 

5/5/15 15:15 

5 

0 

100 

<0.01 


Comments: 

142724-3 3 05/11/15 Lab Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter”, "Uneven Disbursement of Fibers”, or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPHfltfED BY: ^ Dated: 05/14/2015 


LELAND S. PITT, CIH 


Page 1 of 1 






H.M. Pitt Labs. Inc _ Lab Number: 142935-187941 

2434 Southport Way • Suite L • National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department ■ 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7144 

Lab Notes: 72 HOUR TAT 


Date Entered: 05/20/2015 

Analyzed By: David Spurting 
Customer PO / Claim#: 

Contract Number: 

Pate Sampled Who Sampled 

05/08/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysts Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142935-4 1-A-1 05/03/15 Area 5/8/15 9:30 5/8/1511:30 10 0 100 <0.01 

Location/Person: SBC 1 st Floor 

Comments: 

142935-5 2-A-2 05/08/15 Area 5/8/15 9:35 5/8/1511:35 10 1 100 <0.01 

Location/Person: 88C Second Floor 

Comments: 

142935-6 3 05/20/15 Lab Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0,01 cfue to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as '’Overloaded”, ’’Dirty”, r, Wet Filter", "Uneven Disbursement of Fibers”, or "Torn Filter" illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 

APPROVED BY: Dated: 05/20/2815 


LELAND S. PITT, CiH 


Page 1 of 1 
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H.M. Pitt Labs, Inc _ Lab Number: 142721-187577 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 - Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7144 

Lab Notes: TAT 24 Hour 


Date Entered: 05/08/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/08/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142721-1 01-A-5 05/08/15 

Location/Person: 88B 2 North 

Comments: 

Area 

5/8/15 11:15 

5/8/15 12:15 

10 

1 

100 

<0.01 

142721-2 02-A-6 05/08/15 

Location/Person: 88 B 2 South 

Comments: 

Area 

5/8/15 11:16 

5/8/15 12:16 

10 

0 

100 

<0.01 

142721-3 03-A-7 05/08/15 

Location/Person: 88B 2 West 

Comments: 

Area 

5/8/15 11:18 

5/8/15 12:18 

10 

0 

100 

<0.01 

142721-4 05 05/11/15 

Lab Blank 




0 

100 



Location/Person: Lab Blank 
Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 


-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as "Overloaded", "Dirty", ”Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 


APPROVED BY: 



Dated: 05/11/2015 


LELAND S. PITT, CIH 


Page 1 of 1 





H.M. Pitt Labs, Inc _ Lab Number: 142556-187292 

2434 Southport Way - Suite L ■ National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7144 

Lab Notes: 24 HR RUSH 


Date Entered: 05/01/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/30/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142556-1 01-A-1 04/30/15 Area 4/30/15 10:10 4/30/15 12:10 10 2 100 <0.01 

Location/Person: North End 3rd Floor 

Comments: 

142556-2 02-A2 04/30/15 Area 4/30/15 10:11 4/30/15 12:11 10 1 100 <0.01 

Location/Person: South End 3rd Floor 

Comments: 


142556-3 03-A3 

04/30/15 

Field Blank 

Location/Person: 

Comments: 

Blank 



142556-4 04 


05/01/15 

Lab Blank 

Location/Person: 

Comments: 

Lab Blank 



-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter”, "Uneven Disbursement of Fibers”, or "Tom Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: Dated: 05/01/2015 


LELAND S. PITT, CIH 


Page 1 of 1 






H.M. Pitt Labs, Inc _ Lab Number: 142721-187577 

2434 Southport Way - Suite L- National City, CA 91950 Tel: 619-474-8548 • Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

JobSite: Project No. 7144 

Lab Notes: TAT 24 Hour 


Date Entered: 05/08/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/08/2015 Robert Cox 


EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142721-1 D1-A-5 05/08/15 

Location/Person: 89 B 2 North 

Comments: 

Area 

6/8/1511:15 

5/3/15 12*15 

10 

1 

100 

<0,01 

142721*2 02-A-6 05/08/15 

Location/Person: 88B 2 South 
Comments: 

Area 

5/8/15 11:16 

5/8/15 12:16 

10 

0 

100 

<0-01 

142721-3 03-A-7 05/08/15 

Location/Person; 88B 2 West 

Comments: 

Area 

5/8/15 11:18 

5/8/15 12:18 

10 

0 

100 

<0.01 

142721-4 05 05/11/15 

Location/Person: Lab Blank 

Lab Blank 




0 

100 



Comments: 


-A)J samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M, PITT LABS, INC, 


-Any numerical value which calculates to be less than 0,01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 


-Comments such as ’'Overloaded", "Dirty’ 1 , "Wet Filter 11 , "Uneven Disbursement of Fibers", or ’Tom Filter” illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 


APPROVED OY: 



Dated: 05/11/2015 


LELAND S. PITT.CIH 


Page 1 of 1 
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H.M. Pitt Labs. Inc _ Lab Number: 142935-187941 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No.7144 

Lab Notes: 72 HOUR TAT 


Date Entered: 05/20/2015 

Analyzed By: David Spurting 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

05/08/2015 Robert Cox 


_ EVALUATION: PHASE CONTRAST MICROSCOPY - NIOSH 7400 METHOD 

Analysis Customer Date PCM Start Stop Fibers Per 

Number Number Sampled Sample Type Time Time Flow Fibers Fields CC 


142935-4 1-A-1 05/08/15 Area 5/8/15 9:30 5/8/1511:30 10 0 100 <0,01 

Location/Person: 88C 1st Floor 

Comments: 

142935-5 2-A-2 05/08/15 Area 5/8/15 9:35 5/8/15 11:35 10 1 100 <0.01 

Location/Person: 88C Second Floor 

Comments: 

142935-6 3 05/20/15 Lab Blank 0 100 

Location/Person: 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as Overloaded , ’Dirty", M Wet Filter", "Uneven Disbursement of Fibers", or "Torn.Filter 1 ' illustrate that the analyst found 
discrepancies or problems with the sample and results are not considered accurate. 

APPROVED BY: _ Dated 05/20/2015 


LELAND S. PITT, CIH 


Page 1 of 1 





H.M. Pitt Labs, Inc _ Lab Number: 142367-187042 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145 

Lab Notes: 2 HOUR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/20/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142367-1 7145-A-1 04/20/15 Area 4/20/15 7:58 4/20/15 13:05 5 1 100 <0.01 

Location/Person: Outside Containment 89C-1 

Comments: 

142367-2 7145-A-2 04/20/15 Area 4/20/15 8:10 4/20/15 12:55 5 0 100 <0.01 

Location/Person: Inside Work Area 89C-1 

Comments: 

142367-3 7145-A-3 04/20/15 Field Blank 0 100 

Location/Person: 

Comments: 

142367-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: / _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 1 











H.M. Pitt Labs, Inc _ Lab Number: 142366-187043 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 ■ Fax:619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


142366-1 7145-3-A- 04/21/15 Area 4/21/15 14:08 4/21/15 15:49 10 6 100 <0.01 

09 

Location/Person: Open Training Area 89C-1 
Comments: 

142366-2 7145-3-A- 04/21/15 Area 4/21/15 14:09 4/21/15 15:49 10 5 100 <0.01 

10 

Location/Person: Instructors Lounge 89C-1 
Comments: 

142366-3 7145-3-A- 04/21/15 Field Blank 0 100 

11 

Location/Person: 

Comments: 

142366-4 Lab Blank 04/23/15 Lab Blank 0 100 

Location/Person: Lab Blank 

Comments: 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: / _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 1 of 2 











H.M. Pitt Labs, Inc _ Lab Number: 142366-187043 

2434 Southport Way ■ Suite L ■ National City, CA 91950 Tel: 619-474-8548 ■ Fax: 619-474-6128 


Company: 

City of San Diego Environmental Services 
Department 

9601 Ridgehaven Court, Suite 310 
San Diego, CA 92123 

Job Site: Project No. 7145-3 

Lab Notes: 2 HR TAT 


Date Entered: 04/23/2015 

Analyzed By: David Spurling 
Customer PO / Claim#: 

Contract Number: 

Date Sampled Who Sampled 

04/21/2015 Robert Cox 



EVALUATION: 

PHASE CONTRAST MICROSCOPY 

- NIOSH 7400 METHOD 

Analysis 

Number 

Customer Date 

Number Sampled 

PCM Start Stop 

Sample Type Time Time Flow 

Fibers Per 

Fibers Fields CC 


-All samples tested as submitted to the lab. H.M. PITT LABS, INC. does not assume responsibility for the accuracy of the information submitted 
with the samples unless done by an employee of H.M. PITT LABS, INC. 

-Any numerical value which calculates to be less than 0.01 should be viewed as <0.01 due to the inaccuracy of the NIOSH 7400 method at that 
range. 

-Comments such as "Overloaded", "Dirty", "Wet Filter", "Uneven Disbursement of Fibers", or "Torn Filter" illustrate that the analyst found 
discrepencies or problems with the sample and results are not considered accurate. 

APPROVED BY: / ^ _ Dated: 04/23/2015 


LELAND S. PITT, CIH 


Page 2 of 2 










